


The ideal service tool 
for both electronic 


Soldering 

- Gun 


and electrical work. 


Provides about three times 

the operating capacity of 350-400 electronic joints 
ISOffTIP * cordless soldering . . . and with #7593 hi-temp 
irons for big jobs and more tips will easily solder # 1 2 

of them. Powerful recharge- wire for industrial or home 

able nickel cadmium batteries electrical installation 



WAHL CLIPPER CORPORATION 


Automatic solder feed from 
self-contained solder spool 
is an integral part of the unit, 
and feeds by depressing 
trigger. This feature is uni- 
que with the Iso-Tip Cordless 
Soldering Gun and provides 
easy, accurate one-handed 
soldering. 


tips for a multitude of 
soldering jobs. Tips achieve 
soldering heat in 5 to 8 sec- 
onds when trigger is depres- 
sed. Has built-in work light 
and lock-off switch to pre- 
vent accidental heating of tip. 

A rugged, durable, practical 
soldering gun that adds mus- 


maintain charge for up to and repair. 


Choice of 1 6 different snap-in cle to cordless soldering. 
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Catalog No. 7900 Kit consists of Cordless Soldering 
Gun with Automatic Solder Feed, Solder Spool, Separate 
Plug-In Recharger, One #7593 High Temperature Bevel- 
ed Tip, One #7577 Chisel Tip and Instruction Booklet. 


Self-contained automatic 
solder feed supplies solder 
through feed tube at the tip 
whenever trigger is fully de- 
pressed. Refillable solder 
spool fits easily into cham- 
ber at rear of gun. 


The new ISOftTIP * Cordless Soldering Gun puts a 
highly capable and versatile tool into the hand of profes- 
sional and handyman alike. Its cordless feature provides 
maximum working freedom while its increased power 
capacity enables the user to perform a wide variety of 
electronic and electrical soldering functions. 


Also available without automatic feed. Catalog No. 


Charger plugs into any 
1 1 0-1 20V outlet to provide 
full recharge overnight . . . 
or to maintain charge be- 
tween uses. 


Snap-in design permits 
quick interchange of tips. 
Snap-in for use, snap-out for 
safe carrying or storing. 


Low voltage isolated-tip con- 
struction eliminates electrical 
leakage, and the need for 
grounding. Reduces risk of 
damage to delicate electronic 
components. 


Increase the gun’s versatility with the wide choice of avail- 
able snap-in tips — from the most delicate electronic work to 
production soldering of # 1 2 electrical wiring. 


7556 Tuner 
Extension Tip 


7574 Concave Centering Tip 


7 57 1 Beveled Tip 1/16 


soldering gtr ^ 


7579 Beveled Tip 3/32 7573 Tinning Tip 


7592 Beveled Tip 5/32 7569 "V Tip 


7566 Micro Soldering Tip 7572 Blunt Tip 


7541 Circuit 
Breaker Tip 


7577 Chisel Tip 


7535 Regular Tip 


7545 Fine Tip 


7546 Heavy Duty Tip 


7593 High Temperature Beveled Tip 3/16 


7596 Knife Tip 


7920 identical to above but without automatic solder 
feed. Supplied with Separate Plug-in Recharger, One 
#7593 High Temperature Beveled Tip, One #7577 
Chisel Tip and Instruction Booklet. 

(patent applied for) Made entirely in U.S.A. 

WAHL CLIPPER CORPORATION 

ORIGINATORS OF PRACTICAL CORDLESS SOLDERING 

2902 Locust Street • Sterling, Illinois 61081 • (81 5) 625-6525 
“Manufacturing Excellence Since 1919“ 


FULL WARRANTY 


If your ISO-TIP soldering gun fails to operate satisfactorily within one (1) year from 
the date of original purchase or receipt as a gift, we will at our option, repair or re- 
place it FREE OF CHARGE. (Our warranty does not cover soldering tips which are 
wear out parts.) 

Please mail your soldering gun prepaid to Wahl Clipper Corporation, Sterling, Illinois 
61081, attention Repair Department with a note describing the defect and the date 
of original purchase (if in warranty). Products out of warranty will be repaired at our 
standard repair charges. 



Form No. 20087 


® Wahl Clipper Corporation 


Printed in U.S.A. 
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EFFECTIVE JANUARY I, 1977 


ISOflnP. NET USER PRICES 


Prices subject to 
change without notice 


Catalog 

Number 

DESCRI PTION 

Shipping 

Weight 

FACTORY 

SUGGESTED 

PRICE 

7900 

ISO-TIP CORDLESS SOLDERING GUN 

Built-in Solder Feeder, charger, 1 — 7593 Tip, 1 — 7577 Chisel Tip. Recharges 12-16 hours. 

2 lb. 8 oz. 

49.95 

7920 

ISO-TIP CORDLESS SOLDERING GUN 

Same as #7900 but without Solder Feeder. 

2 lb. 4 oz. 

42.50 

7800 

ISO-TIP 60 -CORDLESS SOLDERING IRON KIT 

Contains: "ISO-TIP" 60 Iron, Recharging Stand, 1 — 7577 Tip, 1 — -7545 Tip. Recharges 1 hour. 

1 lb. 2 oz. 

34.95 

7750 

QUICK CHARGE SOLDERING IRON ONLY 

9 oz. 

20.75 

7700 

QUICK CHARGE SOLDERING IRON KIT Contains: "ISO TIP" QUICK 

CHARGE Industrial Cordless Soldering Iron, separate Recharging Stand, 1 — 7545 Fine 

Point, 1 — 7646 Heavy Duty Tip. Recharges in 3-4 f /2 hours. 

1 lb. 2 oz. 

24.95 

7575 

BLISTER PACK SOLDERING IRON KIT WITH WALL PLUS TRANSFORMER. 

Kit Contains: Wall Plug Transformer, Cordless Soldering Iron with installed nickel 
cadmium batteries one #7545 Fine Tip. Recharges in 12-16 hours. 

1 lb. 2 oz. 

18.75 

7565 

SOLDERING IRON 

With 12 volt Auto Charger, #7545 Fine Tip, packed in carrying tube. Recharges in 12-16 hrs. 

10 oz. 

18.95 

7550 

SOLDERING IRON ONLY With #7545 Fine Point, packed in #7595 tube 

9 oz. 

15.75 

7500 

MODEL 7500 KIT 

CONTAINS: "ISO-TIP" Industrial Cordless Soldering Iron with installed nickel cadmium 
batteries, separate Recharging Stand, one #7545 Fine Tip. Recharges in 12-16 hours. 

1 lb. 2 oz. 

19.95 

7728 

120V QUICK CHARGE RECHARGING STAND 

9 oz. 

8.00 

7595 

PROTECTIVE CARRIER Clear See-Through Plastic Tube with Locking Cap 

designed for GREATER SAFETY in Tool Box, Serviceman's Kit or Tool Pouch. 

1 4 oz. 

1.00 

7585 

12 VOLT AUTO CHARGER Plugs into conventional cigaret lighter recepticle. 

Packed in #7595 Protective Carrier. Recharges in 12-16 hours. 

3 oz. 

4.95 

7528 

120 VOLT CHARGING STAND ONLY For No. 7500 

1 1 oz. 

8.00 

7535 

REGULAR TIP General Purpose Use — Does Most Tasks 

1 oz. 

2.00 

7545 

FINE TIP General Electronics, PC Board and I.C. Use 

1 oz. 

2.50 

7541 

CIRCUIT BREAKER TIP (For PC Board,) 

1 oz. 

3.50 

7546 

HEAVY TIP Eor Electrical Soldering requiring greater heat output. 

1 oz. 

2.50 

7556 

TUNER EXTENSION TIP Insulated Shaft. For hard-to-reach places (Fine Point) 

1 oz. 

3.50 

7566 

MICRO SOLDERING TIP 

1 oz. 

2.50 

7569 

"V" TIP 

1 oz. 

2.50 

7571 

BEVELED TIP #2 

1 oz. 

2.50 

7572 

BLUNT TIP 

1 oz. 

2.50 

7573 

TINNING TIP 

1 oz. 

. 2.50 

7574 

CONCAVE CENTERING TIP 

1 oz. 

2.50 

7577 

CHISEL TIP 

1 oz. 

2.50 

7579 

BEVELED TIP #3 

1 oz. 

2.50 

7592 

BEVELED TIP #5 

1 oz. 

2.50 

7593 

BEVELED TIP #6 

1 oz. 

2.50 

7596 

KNIFE TIP 

1 oz. 

2.50 

7598 

CARRYING POUCH (Hangs On Your Belt. Holds Iron & Extra Tips) 

3 oz. 

3.95 

6500 

PC DRILL ATTACHMENT 

4 oz. 

10.95 

6550 

DRILL BIT 

1 oz. 

.75 

0040 

QUICK CHARGE REPLACEMENT BATTERIES (2 Cell, Assembled) 

6 oz. 

8.00 

0168 

REPLACEMENT BULB 

1 oz. 

.25 

0170 

REPLACEMENT BATTERY (2 Cells Assembled) 

6 oz. 

6.00 

5800 

THERMAL-SPOT 

1 lb. 8 oz. 

27.95 
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2902 Locust 


St., Sterling, 
Phone (815) 
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No. 7541— CIRCUIT BREAKER TIP 
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No. 7566 — MICRO SOLDERING TIP 


ILLUSTRATIONS 
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No. 7546— HEAVY DUTY TIP 
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No. 7569— "V" TIP 
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No. 7571— BEVELED TIP #2 
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No. 7572— BLUNT TIP 


hz 


s 


32' 


c 


4- 


/ 4" 


No. 7573— TINNING TIP 




No. 7574— CONCAVE CENTERING TIP 


No. 7577— CHISEL TIP 


No. 7579— BEVELED TIP #3 



No. 7592— BEVELED TIP #5 


No. 7593— BEVELED TIP #6 


No. 7596 — KNIFE TIP 


Wahl Clipper Corporation 

Form No. 20037N.U.P.— ©1977 Wahl Clipper Corporation 


2902 Locust St., Sterling, III. 61081 

Phone (815) 625-6525 


No. 7556— TUNER EXTENSION TIP 



